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ACTION OC-06 

INEO OCT-OI NEA-IO ISO-00 CCO-00 EUR-I2 OPR-02 SY-05 /036W 

016920 

OR05I430ZJUL76 

PM AMEMBASSY BEIRUT 

TO AMCONSUL STUTTGART IMMEDIATE 

INEO AMEMBASSY DAMASCUS 

AMEMBASSY ATHENS 

SECSTATE WASHDC 944 

ICS WASHDC 

USCINCEUR 

CINCUSNAVEUR 

CINCUSAREUR 

CINCUSAPE 

COMSIXTHPLT 

LINDSEY AB 

CONPIDENTIAL BEIRUT 5876 

RAMSTEIN FOR DOX:DC; LINDSEY POR DCO 

E.O. 1 1652: GDS 
TAGS: ACOM, ASEC 

SUBJECT: EMERGENCY COMMUNICATIONS BEIRUT 

REF: (A) STUTTGART 841 (DTG 30I535Z JUL 76) (NOTAL), (B) STUTTGART 
809 (DTG24I414Z JUN 76) (NOTAL), (C) STUTTGART 825, (DTG 29I4I0Z 
JUN 76) (NOTAL), (D) STATE 161427 0(DTG 292021Z JUN 76) (NOTAL 

1. EMBASSY ANTICIPATES REQUESTING TWO SEABEES NOW IN ATHENS TO 
TRAVEL TO DAMASCUS ON TUESDAY OR WEDNESDAY TO JOIN PRENCH COURIER 
OVERLAND TO BEIRUT ON THURSDAY JULY 8. ACTUAL REQUIREMENT POR 
TDY WILL BE MADE IN SEPARATE MESSAGE. 

2. REQUEST SEBEES CARRY AS ACCOMPANIED BAGGAGE FROM ATHENS TO 
DAMASCUS TWO (2) AN/PRC-74 HP RADIOS AND TWO (2) AN/PRC-66 VHR/ 

AM RADIOS, AND A SUPPLY OP BATTERIES POR POUR (4) UNITS. THIS 
EQUIPMENT NOW IN POUCHES IN ATHENS AWAITING THE FORWARDING 
INSTRUCTIONS CONTAINED IN THIS MESSAGE. PLEASE ADVISE. 
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